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Purpose: We investigated the effects of mirodenafil, a phosphodiesterase-5 inhibitor 
developed in South Korea, on the female rat bladder in a partial bladder outlet ob- 
struction (BOO) model. 

Materials and Methods: Thirty-six female Sprague-Dawley rats were divided into four 
groups: the control group, BOO without medication group, BOO with mirodenafil 1 
mg/kg group, and BOO with mirodenafil 4 mg/kg group. Mirodenafil was administered 
orally for 2 weeks after the induction of BOO. Two weeks after BOO, the rats in each 
group underwent cystometry under urethane anesthesia. After cystometry, the blad- 
der was excised to perform immunohistochemical staining for connexin 43. 
Results: The three BOO groups showed significant increases in mean bladder weight 
compared with the control group. Baseline pressure, threshold pressure, and maximum 
contraction pressure were not significantly different between the four groups. Although 
the contraction interval was decreased in all BOO groups compared with the control 
group, it was prolonged in the two groups treated with mirodenafil compared with the 
untreated BOO group. In the immunohistochemical examination, connexin 43 staining 
intensity in the lamina propria increased in the three BOO groups compared with the 
control group. The two groups treated with mirodenafil, however, showed decreased 
connexin 43 staining compared with the untreated BOO group. 
Conclusions: Mirodenafil may increase the contraction intervals of female rat bladders 
in a partial BOO model. Decreasing bladder overactivity by mirodenafil may be related 
to intracellular communication mechanisms involving connexin 43. 
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INTFiODUCTlON 

Phosphodiesterase-5 (PDE-5) inhibitors have been used to 
treat patients with lower urinary tract symptoms (LUTS) 
and concomitant erectile dysfunction. According to a 
meta-analysis of five randomized controlled trials, several 
PDE-5 inhibitors (e.g., sildenafil, tadalafil, vardenafil) re- 
sult in improvement in the International Prostate Symp- 
tom Score compared with placebo in men with LUTS/be- 



nign prostatic hyperplasia (BPH) [1] . Recently, a random- 
ized, placebo-controlled study revealed that the combina- 
tion of tamsulosin and vardenafil was more effective for im- 
proving both LUTS and erectile function than was tamsu- 
losin alone in LUTS/BPH patients [2] . However, the exact 
mechanism of action of PDE-5 inhibitors on LUTS remains 
to be clarified. 

Eleven different PDE isoenzymes have been identified, 
and their relaxation effects have been observed in smooth 
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muscle of the corpus cavernosum, vessels, and even blad- 
der [3] . PDE isoenzymes have been identified in rat urinary 
bladder, and an organ bath study found that the relaxation 
effects on rat bladder strips may be associated with cyclic 
adenosine monophosphate (cAMP) and cyclic guanosine 
monophosphate (cGMP) [4]. 

Connexin is a gap junctional protein. Expression of con- 
nexin 43 is increased in the overactive neurogenic bladder 
[2] . In the bladder outlet obstruction (BOO) animal model, 
expression of connexin 43 is also increased in the persis- 
tently unstable bladder after the relief of BOO [5] . 

Mirodenafil is a new PDE-5 inhibitor developed in South 
Korea. According to an internal report of the company that 
produced mirodenafil, the IC50 of PDE-5 inhibition of mir- 
odenafil is lower than that of other PDE-5 inhibitors such 
as sildenafil and tadalafil. After the completion of a phase 
III clinical trial in 2006, mirodenafil was marketed in 
Korea. In this study, we investigated the effects of mir- 
odenafil on female rat bladders in a partial BOO model by 
use of cystometry and immunohistochemistry. 

MATERIALS AND METHODS 

1. Animals 

This study was approved by the Institutional Animal Care 
and Use Committee of the Clinical Research Institute at 
Seoul National University Hospital (lACUG No. 07-0205). 
The facility used for the animal studies was accredited by 
the Association for the Assessment and Accreditation of 
Laboratory Animal Care International. Thirty-six female 
Sprague-Dawley rats (body weight, 200 to 300 g) were div- 
ided into four groups: the control group (sham operation), 
BOO without medication group (BOO for 2 weeks), BOO 
with 1 mg/kg group (1 mg/kg mirodenafil after 2 weeks of 
BOO), and BOO with 4 mg/kg group (4 mg/kg mirodenafil 
after 2 weeks of BOO). We determined the dose of mir- 
odenafil according to our preliminary experiments and the 
advice of a researcher at the mirodenafil development 
company. We dissolved 30 mg or 120 mg mirodenafil in 50 
mL purified drinking water and made two solutions: 0.6 
mg/mL and 2.4 mg/mL. According to the body weight of the 
rats in each group, we administered about 0.3 to 0.5 mL of 
each solution by use of an oral Zonde needle. Mirodenafil 
was administered orally for 2 weeks until the day of 
cystometry. Mirodenafil was obtained from SK Chemical 
Corporation in Korea. 

2. BOO induction 

To induce a partial obstruction of the urethra, we modified 
the method of Mattiason and Uvelius [6]. Rats were anes- 
thetized with isoflurane, and the bladder and proximal ure- 
thra were carefully exposed with a lower midline incision. 
After the urethra was identified, a blunt tip 22 G angiocath- 
eter needle was inserted into the urethra from the meatus. 
The entire urethra was ligated with 4/0 black silk between 
the urethrovesical junction and the urethra while ligation 
tension was minimally applied. After the catheter was re- 



moved, the abdominal wall was closed in layers and 150 
mg/kg ampicillin was injected to prevent infection. Sham 
operations were performed by use of the same method with- 
out ligating the urethra. After the operations, two rats of 
each group were bred in one cage. After recovery, the rats 
in the two mirodenafil groups were given oral doses of mir- 
odenafil once daily for 2 weeks. 

3. Anesthetized cystometiy 

Two weeks after BOO induction, the rats in all groups un- 
derwent cystometry while under urethane anesthesia (1.2 
g/kg). Before cystometry, rats were anesthetized with iso- 
flurane and a low midline incision was made. The bladder 
was exposed and a PE-50 polyethylene catheter was in- 
serted into the bladder through the bladder dome. The 
PE-50 catheter was secured with purse string sutures and 
the open end was closed with a three-way stopcock. After 
closure of the abdomen, isoflurane administration was 
stopped and urethane (1.2 g/kg) was injected subcuta- 
neously. After 1 hour of stabilization, cystometry was 
performed. The catheter was connected to an infusion 
pump (CFU-2100, Nihon-Kohden Co., Tokyo, Japan) for a 
continuous infusion of saline (flow rate of 4 mL/h) and to 
a pressure transducer (#1030, PowerLab Co., Colorado 
Springs, CO, USA) for measuring intravesical pressure. 
Basal pressure, threshold pressure, and maximal con- 
traction pressure were analyzed. The contraction interval 
was measured between two voiding contractions. After 
cystometry, the bladder was excised and stored in formalin 
solution before immunohistochemical staining for con- 
nexin 43. 

4. Immunohistochemical staining for comiexin 43 

For the immunohistochemical studies, we used the stand- 
ard avidinbiotin indirect immunoperoxidase method with 
a commercially available kit (Santa Cruz Biotechnology 
Inc., Santa Cruz, CA, USA). Formalin-fixed paraffin-em- 
bedded blocks were cut and positioned on p-lysin-labeled 
slides. After deparaffinization with xylene, the sections 
were placed in 100% ethanol for 10 seconds three times and 
then incubated in a 10% citrate buffer solution at 120°C for 
10 minutes. Endogenous peroxidase activity was blocked 
by incubation in 3% H2O2 in methanol for 5 minutes at room 
temperature. The sections were then incubated with a rab- 
bit polyclonal antihuman connexin 43 antibody (#3512, 
Cell Signahng Technology, Danvers, MA, USA) at a 1:400 
dilution for 1 hour at room temperature. After the slides 
were rinsed in phosphate buffered saline, the sections were 
subsequently exposed to a biotinylated antimouse im- 
munoglobulin antibody (DAKO, Carpinteria, CA, USA) for 
10 minutes. Antibody binding was detected by using a 
streptavidin peroxidase detection system (Zymed, Carls- 
bad, CA, USA) according to the manufacturer's instruc- 
tions. The slides were stained with chromogen 3,3 '-dia- 
minobenzidine (Research Genetics Inc., Huntsville, AL, 
USA), counterstained with Meyer's hematoxylin, and 
mounted. All slides were examined by a pathologist 
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(E.K.K) and the results were classified as negative (0-10% 
staining), one positive (11-30% staining), or two positive 
(over 30%). 

5. Statistical analysis 

All results were expressed as the mean±standard devia- 
tion (SD). Data were analyzed by Mann- Whitney U test 
with SPSS ver. 12.0 (SPSS Inc., Chicago, IL, USA), p-values 
less than 0.05 were considered statistically significant. 

RESULTS 

1. Body weight and bladder weight 

The body weights and bladder weights of each group are 
presented in Table 1. The bladder weight per 100 g body 
weight was calculated for each group and compared (Table 
1). Bladder weight was significantly increased in the BOO 
groups compared with the control group (p < 0.05). There 
was no significant difference between the groups treated 
with mirodenafil and the untreated BOO group in body 
weight or bladder weight. 

2. Cystometry results 

The cystometry results for all groups are shown in Table 
2. Basal and threshold pressure were not significantly dif- 
ferent in any experimental group. The change in threshold 



Table 1. Body weight and bladder weight of each experiment 
group 



Group 


Body 
weight (g) 


Bladder 
weight (mg) 


Bladder weight 
per 100 g body 
weight (mg) 


Sham operated 


268.2±30.9 


110.5±16.8 


40.2±8.8 


control (n=8) 








Bladder outlet 


252.3±31.5 


155.0±48.9^ 




obstruction 








No Mx (n=9) 


250.1±31.0 


165.7±65.8^ 


70.1±16.r 


1 mg/kg Mx (n=9) 


257.4±35.1 


157.5±52.3^ 


60.4±15.2^ 


4 mg/kg Mx (n=8) 


248.3±29.5 


146.9±40.7^ 


60.3±19.8^ 



Values are presented as mean±standard deviation. 

Mx, medication of mirodenafil. 

^:p< 0.05 compared to the control group. 



and basal pressure was also not significantly different in 
any experimental group. There was no significant differ- 
ence in maximal contraction pressure between any groups. 
Contraction intervals (mean±SD) were 421.6±88.0, 92.4± 
37.6, 151.2±69.7, and 228.4±55.1 seconds in the control 
group, untreated BOO group, BOO with 1 mg/kg group, and 
BOO with 4 mg/kg group, respectively. The contraction in- 
tervals of the BOO groups were reduced compared with 
that of the control group. The contraction intervals in the 
groups treated with mirodenafil were significantly in- 
creased compared with that in the untreated group. The 
contraction interval in the group treated with 4 mg/kg mir- 
odenafil increased more than that in the group treated with 
1 mg/kg mirodenafil, but this difference was not signi- 
ficant. 

3. Inimimohistochemistry results 

Hematoxylin and eosin staining showed that the bladder 
walls of the BOO groups were thickened compared with the 
bladder walls of the control group (Fig. 1). Connexin 43 was 
mainly distributed in the lamina propria compared with 
the smooth muscles. In the BOO groups, immunostaining 
for connexin 43 was definitely increased in the lamina 
propria. After 2 weeks of mirodenafil treatment, decreased 
connexin 43 immunostaining was found compared with 
that in the untreated BOO group (Fig. 2). The scores for all 
immunostaining results are presented in Table 3. 

DISCUSSION 

Gap junctions are important for cellular communication 
and are composed of connexon, a hexamer of connexin 
protein. Among the various connexins, connexin 43 is 
known to be associated with bladder overactivity [7-9] . In 
female spinal cord transected rat, the expression of con- 
nexin 43 is increased and is distributed mainly in the lami- 
na propria. Miyazato et al. [8] reported that expression of 
connexin 43 mRNA is increased after BOO in female rats 
and that bladder contraction intervals are simultaneously 
decreased. Therefore, partial BOO resulting from detrusor 
overactivity may be dependent on increased intercellular 
communication via gap junctions in the bladder. 

In our study, connexin 43 was mainly distributed in the 
lamina propria and was occasionally found in the inter- 



Table 2. Cystometric parameters of each group 



Group 


BPr (cmHsO) 


TPr (cmHsO) 


TPr-BPr (cmHsO) 


MOP (cmHsO) 


CI (s) 


Control (n=8) 


5.2±4.5 


9.6±6.7 


4.4±2.7 


33.3±5.7 


421.6±88.0 


BOO-no Mx (n=9) 


4.3±4.4 


8.0±6.1 


3.7±2.0 


31.4±8.9 


92.4±37.6^ 


BOO-1 mg/kg Mx (n=9) 


3.8±5.2 


8.1±5.6 


4.3±1.9 


42.7±18.1 


151.2±69.7^'^ 


BOO-4 mg/kg Mx (n=8) 


5.3±4.8 


10.0±4.9 


4.7±1.2 


43.9±24.5 


228.4±55.r'^ 



Values are presented as mean±standard deviation. 

BPr, baseline pressure; TPr, threshold pressure; MCP, maximum contraction pressure; CI, contraction interval; BOO, bladder outlet 
obstruction; Mx, medication of mirodenafil. 
^:p<0.05 (vs. the control). ^:p<0.05 (vs. BOO-no Mx). 
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Fig. 1. Representative photograph of hematoxyhn and eosin staining of each group (x40). Bladder wall thickness of the 3 bladder 
outlet obstruction (BOO) groups increased compared with that of the control group. (A) Control group, (B) BOO without medication 
group, (C) BOO with 1 mg/kg mirodenafil group, and (D) BOO with 4 mg/kg mirodenafil group. 



fascicula area. Similar to the spinal cord transected rat 
model, our study examined changes in the bladder after 2 
weeks of BOO. We speculate that 2 weeks is a short period 
and that changes to the bladder appear mainly in the lami- 
na propria. Sui et al. [10] reported that a network of inter- 
stitial cells extensively linked by connexin 43 -containing 
gap junctions may operate as a functional syncytium that 
integrates signals and responses in the bladder wall. 
Whole bladder mount experiments showed that sponta- 
neous activities induced by stretch and carbachol are or- 
ganized and originate in the urothelium-suburothelium 
near the dome [11] . Thus, we suggest that the lamina prop- 
ria or submucosa is the main area in which early change 
occurs as a result of BOO. In our study, the staining in- 
tensity of connexin 43 was increased in the BOO group and 
decreased after mirodenafil administration. 

Mirodenafil treatment reduced connexin 43 staining. 
Mirodenafil is not an NO donor or inducer; thus, reduced 
expression of connexin 43 might be secondary to decreased 
detrusor overactivity appearing as reduced contraction 



intervals. 

In female rats with BOO, intravenous administration of 
IC486051, a PDE-4 selective inhibitor, decreases the num- 
ber and amplitude of nonvoiding bladder contractions [12] . 
Qiu et al. [3] reported that whereas relaxation of bladder 
smooth muscle is mainly mediated by the cAMP pathway, 
the cGMP pathway is also involved. Furthermore, PDE-5 
inhibitors have some effects on other PDE isoenzymes such 
as PDE-3 or PDE-4. Therefore, PDE-5 inhibitors including 
mirodenafil may have some effects for relieving detrusor 
overactivity through other isoenzyme activities. 

In our study, bladder contraction pressure was not 
changed in the BOO group compared with the control 
group. Mirodenafil did not increase contraction pressure. 
Tinel et al. [13] reported that sildenafil, vardenafil, and ta- 
dalafil reduce contractions of isolated bladder strips in a 
dose-dependent manner. Unlike in the strip study, cystom- 
etry contraction pressure cannot represent contractility in 
general. The degree of obstruction may have also varied 
among the rats, although we tried to exert constant tension 
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Fig. 2. Representative photograph of immunohistochemical staining for connexin 43 in each group (xlOO). Connexin 43 was mainly 
localized in the lamina propria (arrow). Staining intensity increased in the three bladder outlet obstruction (BOO) groups compared 
with the control group, but was decreased in the two groups treated with mirodenafil compared with the untreated BOO group. (A) 
Control group, (B) BOO without medication group, (C) BOO with 1 mg/kg mirodenafil group, and (D) BOO with 4 mg/kg mirodenafil 
group. 



Table 3. Immunohistochemical staining results 







Connexin 43 




Group (n) 


0-10% 


11-30% 


>30% 




Staining 


Staining 


Staining 


Control (8) 


4 


3 


1 


BOO-no Mx (9) 


1 


1 


7 


BOO-1 mg/kg Mx (9) 


2 


6 


1 


BOO-4 mg/kg Mx (8) 


2 


5 


1 



BOO, bladder outlet obstruction; Mx, medication of mirodenafil. 



around the urethra. Therefore, further studies will be nec- 
essary to investigate this point. 

In several clinical studies, commercial PDE-5 inhibitors 
proved to be effective for improving LUTS [14] . Gacci et al. 
[15] performed a pilot study in which a single 20-mg dose 



of vardenafil led to a significant decrease in maximum de- 
trusor pressure, an improvement in maximum cystometric 
capacity, and a remarkable increase in detrusor over- 
activity volume in spinal cord injured patients. These pa- 
tients received standard oral oxybutynin treatment; thus, 
vardenafil may exert additional effects that improve neu- 
rogenic overactive bladder. 

PDE-5 inhibitors do not have strong enough effects for 
improving bladder overactivity to be used as a mono- 
therapy, but the additive effects of these compounds may 
be useful. In our results, although the mirodenafil-treated 
group showed prolonged contraction intervals, these were 
still shorter than those of the control group. This result in- 
dicates that PDE-5 inhibitors have weak effects on improv- 
ing detrusor overactivity. Therefore, PDE-5 inhibitors in- 
cluding mirodenafil have some roles of combination treat- 
ment for refractory patients who have not responded to 
monotherapy of anticholinergics. 
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Our study had several limitations. First, our study 
lacked results on contractility. Contraction pressures ob- 
served by cystometry do not represent the contractility of 
bladder smooth muscle. Therefore, additional strip studies 
may be necessary. Second, our animal experiment was not 
of overactive bladder but was a partial BOO model. There- 
fore, a clinical trial with overactive bladder patients may 
provide clearer evidence of the effects of PDE-5 inhibitors 
on bladder overactivity. 

CONCLUSIONS 

Mirodenafil, a new PDE-5 inhibitor, reduced the intercon- 
traction interval in female rats in a partial BOO model. 
Decreased bladder overactivity by mirodenafil may corre- 
late with intracellular communication through connexin 
43. Thus, mirodenafil could be a possible option for effec- 
tively treating overactive bladder. 
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